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SECRET 

PAGE 01 BANGKO 03054 220844Z 

20 

ACTION EA-10 

INFO OCT-01 ISO-OO PM-03 NSC-05 SP-02 SS-15 CIAE-00 INR-07 

NSAE-00 MC-02 ACDA-05 /050W 

009797 

R 220646Z FEB 75 
FM AMEMBASSY BANGKOK 
TO SECSTATE WASH DC 993 
JCS WASH DC 
CINCPAC HONOLULU HI 
INFO USSAG/7AF NKP TH 

SECRET BANGKOK 3054 

E.O. 11652: GDS 83 
TAGS: MILL TH 

SUBJECT: CAMBODIA AIRLIFT CONTINGENCY PLANNING (U) 

REF: CINCPAC J41 1 3/J0 1 21 1050Z FEB 75 

1. WE NOTE THE LACK OF REFERENCE TO ROYAL THAI GOVERNMENT 
CONCURRENCE IN SUBJECT CONPLAN. ADMITTEDLY WE ARE ONLY DIS- 
CUSSING A CONCEPT OF OPERATION AT THIS TIME. HOWEVER, CER- 
TAIN ACTIONS REFTEL, IF IMPLEMENTED, WOULD ONCE AGAIN PUT US 
IN THE POSITION OF CRASH NEGOTIATIONS REQUIRING BULLING OUR 
WAY THROUGH WITH THE THAI. THIS WOULDN’T BE NECESSARY IF 

WE WERE KEPT INFORMED DURING THE PLANNING STAGE AND IF THE 
PLAN TOOK ACCOUNT OF NEED FOR TIMELY CONSULTATION WITH RTG. 

2. WE WERE NOT AN ADDRESSEE OF REFTEL BUT BECAME AWARE OF 
IT MORE OR LESS BY CHANCE. IT WOULD BE HELPFUL IF IN THE 
FUTURE WE COULD BE KEPT ABREAST OF SUCH MILITARY PLANS 

SO AS TO MAXIMIZE OUR ABILITY TO KEEP THE THAI WITH US. 

KINTNER 
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Automatic Decaptioning: X 
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Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: AIR TRANSPORTATION, SUPPLIES, CONTINGENCY PLANNING 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 22 FEB 1975 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: RELEASED 
Disposition Approved on Date: 

Disposition Authority: CunninFX 
Disposition Case Number: n/a 
Disposition Comment: 25 YEAR REVIEW 
Disposition Date: 28 MAY 2004 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1975BANGKO03054 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: GS 

Errors: N/A 

Film Number: D750063-1002 
From: BANGKOK 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1975/newtext/t1 9750221 /aaaaastp. tel 

Line Count: 49 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION EA 
Original Classification: SECRET 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 

Previous Classification: SECRET 
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Review Action: RELEASED, APPROVED 

Review Authority: CunninFX 

Review Comment: n/a 
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Review Event: 
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Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
05 JUL 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
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